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BILL NO. S-91-11- /{ 
SPECIAL ORDINANCE NO. S- .j/)2) 4 


AN ORDINANCE approving Change Order No. 
I FOR RES. 6208-91 with TOMCO 
CONSTRUCTION COMPANY in connection with 
the Board of Public Works of the City of 
Fort Wayne, Indiana. 

NOW, THEREFORE BE IT ORDAINED BY THE COMMON COUNCIL OF 
THE CITY OF FORT WAYNE, INDIANA; 

SECTION 1. That Change Order No. 1 FOR RES. 6208-91 with 
TOMCO CONSTRUCTION COMPANY in connection with the Board of 
Public Works and Safety, for: 

is necessary because additional hand-rail 

is needed. Field elevation adjustments 

warranted subject change in order to 

insure public safety; 
involving a net increase of Three Thousand Two Hundred Thirty- 
Three and no/100 Dollars ($3,233.00), all as more particularly 
set forth in the specifications, and which is on file with the 
Office of the Board of Public Works and is by reference 
incorporated herein, made a part hereof, and is hereby in all 
things ratified, confirmed and approved. 

SECTION 2. That this Ordinance shall be in full force 


and effect from and after its passage and any and all 


necessary approval by the Mayor. 


A 


Council Member 


APPROVED AS TO FORM 
AND LEGALITY 


y west, Aes 
J. Timothy McCaulay 





CHANGE ORDER 
Change Order No. i Resolution No. ^ 6208-91 
Project No. 10,874 Board Order No. 154-00 
Name of Project LEVATION Date 11713791 
—PONTIAC ST. R/R ELEVATION —— as 
To: ^ TOMCO 
(Contractor) 
Gentlemen: 


You are hereby requested to comply with the following changes from the contract plans and 
specifications: 


[item : Description of Chanae ‘ LChange in Contract Dri 
No. Quantity! 


Material : Unit Price Decrease 









Total Decrease $2,032.00 : 

Total Increase | $5,265.00 i 

1 0 0| 

Net (Rexmenee ) (Increase) Contract Price $3,233.00 | : 
—MM ÉL 


The sum of $ 3,233.00 is hereby (added to) ( dedoodeccxtuxen) the total contract 
price, and the final contract price shall be adjusted as follows: 


Original Contract Price $ 12,184.00 

Current Contract Price Adjusted by Previous Change Order $ -0- 

Nou Contract Price Including this Change Order $ 15,417.00 
The time provided for Completion in the contract for this Project is (unchanged) (xoc 
(duexeneeg ) by -0- calendar days due to this Change Order. The date for completion 
of all work shall be - Furthermore, this document shall become an 


aménament to the contract and all provisions of the contract shall apply hereto. 


4 A 
Recommended by: Y Nola, i 9 La. Ex (Chief “Lay Enaineer) Date LU A32 / 
Acracted | - al nf LAL 


Contractor Dato 


Apsroved bys Make dhe ber p i {City Encineer) Date WAD] 
S s - 


(dune Date //— 2 gQ- T/ 
A A C) Acc 


- WU . - 
tele bys ZNA 2 e ee wait. SZT 0-0, 
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Change Order No. H : . 


Resolution No. 6208-91 
Board Order No. 154-90 


REQUEST AND JUSTIFICATION FOR CHANGE 





Necessity for change; ADDITIONAL HAND-RAIL NEEDED: FIELD-ELEVATION ADJUSTMENTS 





WARRANTED SUBJECT CHANGE, IN ORDER TO INSURE PUBLIC SAFETY. 


oo MÀ 
eee 


_— eee 


eS 


Will proposed change alter size of the project? Yes xx No 

If yes, explain: SUBJECT HAND-RAIL EXTENDS INTO RADII. 
————————————————————————————M—— LLL 

SSE 

eee LLL 

Affect on operation and maintenance cost of this project: NEGLIGIBLE 


ee 




















LOD 


KEVIN OKLESHEN, PROJECT ENGINEER 


" 


Change Order 


This form is to be completed for any project requiring Board 
of Works justification at City Council. This complete form 


is to be in the Board's office no later than 2:00 P.m. on the 
Tuesday of introduction. 


6208-91 PONTIAC ST. R/R UNDERPASS 


Resolution/Ord. No. Description 
——É—— MM 


SIDEWALK IMPROVEMENT 


-0- 

Original Contract $ 12,184.00 Prev. Chgs. $ 

—— ka LM 

Request is increase of $. 3,233.00 % Change + 264 
decrease of $ -0- * Change - _ 0- 


Reason for change (be Specific and quantify): 
ADDITIONAL HANDRAIL "EXTENDED" AT RADII TO INSURE PUBLIC SAFETY. 


Is this the final Change order expected for this project? 


YES EZ 


Why wasn't this projected in the original estimate: 
FIELD-ELEVATION ADJUSTMENTS WARRANTED SUBJECT CHANGE. 


. 
OOO 
O 


What will we be doing to prevent similar oversights in the 
future: 


Prepared by (CR Date 11/13/91 


KEVIN OKLESHEN 
(Attach comment sheet if necessary) 





132830334]0 
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00'0$ 


I33NVHQ) TIU 3dld sum " 


INe 40 extis “Or 








JISE YYIM Sapertyueg [ adh! *b 
HL 
i 
+, adky uitg uorzanzysuag! +g 
apesg 03 pajsn(py 3j 
| paystuany (s)Gurzsey ,4, adkj; * 
(ried Burstral 
S'S) 1 0B] — 130 [eAowas sapnpout)ut[rey adigi *9 


00°00Ts 00°00T 











00'061$ 


00'009'c4 


00*008'14 


00 tors 


00'05ct 


owes 


00'061 

















isdeey 3 y[eMÜuty *2uo] , persads ! 


00'0BET 


00'of 


oae 






! AEM ssey-fesGaquy , teysads, 


Stp— iBM-II adk) qang *2u0] , [er2adg,| *g 












l 
1 
1 
1 
l 
I 


bb 


n 












Teanway 2331200); "Z 











ww ' T eemper T 
i i i i 
! Nd WHW .39 38230 — t 4) i i i 
1503 1802 "^ Xu "INTO i CINUDD t {ON 
tuk wm mme Le Wo: Maw Le 
W-£l-3 1310 08-#51 "Ug SISATWNY 150) LO¥YINOI 


02H01 1401081802 T5-8029 ON '53u SSUGHSOND Y/Y JVIINOd 11931084 


“Fort Wayne, Indiana, on 


.SANDRA E. KENNEDY, CITY CLE 


AYES NAYS ABSTAINED 
TOTAL VOTES eins 
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Read the sy time in full and on motion by 
seconded by ; and duly 
title and referred to the Committee on Eu 
City Plan Commission for recommendati ana Public He tng to be aòld aft: 
due legal notice, at the Council Conference Room 128, City-County Building 

, th 
A ^ o cl M. 


opted, read 








of "Ni 
Eee AN. VEU 
E ZA 


DATED: Le UY- 


SANDRA E. KENNEDY, CITY CLEAX 


MEET 






Read the th -time full and on motion by A be Late EZ 
seconded by * ; and duly adopted, Placed on ics ^ 
Passage. PASSED : by the following vote: í . 








DATED: fal —2-4 
Rel ti i n ce O GR, 


Passed and acopted by the Common Council of the City of Fort Wayne, 


Indiana, as (ANNEXATION]- 3 (APPROPRIATION) 
(SPECIAL) (ZONENS—MAP) ORDINANCE: RESOLUTION NO.. 


on the LES day of ; xe Pu ane Ege 


RD. .  ATTEST SE : 
PRESIDING OFFI R ; 


Presented by me to-the Mayor of the Cit 

















Y of Fort Wayne, Indiana, on 





: the LAC. | day of: IZ z. , 17 


19 \) » at the hour of & Ys o'cl 
—— 


Wise: 


at the hour of AO den o'clock 63 MEST. 
d i 7 
OM PAP. É 


SANDRA E. KENNED -CITY CLE: 


Approved and signed by me this DA day of nhos 






A 
(oe 





i% Mep BST. 


2d bu 


PAUL HELMKE, MAYOR 








Admn. Appr. 


TITLE OF ORDINANCE: Change Order #1 for Res. #6208-91, Pontiac Street 
Railroad Elevation 


DEPARTMENT REQUESTING ORDINANCE: Board of Public Works 

SYNOPSIS OF ORDINANCE: Change Order #1 for Res. #6208-91, Pontiac 
Street Railroad Elevation, is necessary because additional hand-rail 
needed. Field elevation adjustments warranted subject change in order to 


insure public safety. Tomco Construction is the contractor. 


EFFECT OF PASSAGE: Hand-rail installed for RR elevation. 


EFFECT OF NON PASSAGE: AY -s f- uem 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURE, SAVINGS) increase $3,233.00 


ASSIGNED TO COMMITTEE: 


BILL NO. $-91-11-45 

REPORT OF THE COMMITTEE ON FINANCE 

MARK E. GiaQUINTA, CHAIRMAN 

DONALD J. SCHMIDT, VICE CHAIRMAN 
BRADBURY, REDD, BURNS 
WE, YOUR COMMITTEE ON FINANCE TO WHOM WAS 
REFERRED AN ` (ORDINANCE) (REGOIXKIXDONO approving Change Order 
—No. FOR RES 208-91 wit S i * 
connection with the Board of Public Works of the City of Fort Wayne, 


Indiana 














HAVE HAD SAID (ORDINANCE) (RESQNUREON) UNDER CONSIDERATION 
AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 
(ORDINANCE) (8 

s« DO PASS DO NOT PASS ABSTAIN NO REC 














DATED: /À — Yo - 27 


Sandra E. Kennedy 
City Clerk 


